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ON THE 
EXPERIENCED 
TEAM 


For more than 30 years our 
staff at Fred G. Anderson has 
worked with architects and 
interior designers throughout the 
United States. Our Contract 
Department can supply you with 
materials from the largest stock of 
commercial wallcoverings in the area. 
Sampling of Anderson's extensive 
collection of wallcoverings may be obtained 
by calling or visiting our Contract Library at 
our Minneapolis showroom. 

Call on the experienced team. 


Rider 10" Super Thick Butt Redwood Bevel 
logi Builder: Cramer-Weir Company; Loca- 
h: Bloomington, Minnesota 


nexpensive New 
heration of Redwood 
ngs and Panelings 
Single Family, 

tiple Dwelling, and 
nmercial Applications. 


pwline that is 1-3/32"' thick! A rustic 

grade of Redwood so consistently and 
ded that you are assured of compara- 
formity every time you specify it. Sizes 

p а6” rabbeted and a 10" and 12” Thick 
give you the width compatible with 
porary or traditional designs. 


pliment the horizontal, thick butt Ruf 
Bevel sidings, Canton’s introduces 1x6 
h 1x12 Ruf Rider Select Knotty Red- 
boards for board on board or board & 
JE applications and trim. Our 

ble V Rustic Ruf Rider siding and 

g permits a saw textured face ora 
h face for vertical or diagonal siding 
lations or for interior wall and ceiling 
ents. Our Ruf Rider Select Knotty 2” 
Б out the Ruf Rider generation of red- 
products for robust fascia and trim. 


f Rider Natural Rustic Redwood ріу- 
rom PALCO compliments our Ruf Rider 
Knotty Redwood lumber. And, of 
В, our complete line of specially graded 
plected Canton Redwood garden grades 
the outdoor living, landscape design 
pops you have for building projects 
nds. 


n's continues to offer the most compre- 
е variety of clear redwood sidings and 
ngs, too! No where in the nation has a 
ier, a dealer, or the consumer а selec- 
exciting and versatile as exists at 

pn's. Call or write for Canton's 

fier's Guide to all of Canton's lumber 

lywood products. 


B 
Robert H. Mason, Inc.; Location: Minnetonka, 
_ Minnesota 


Lr 
CANTON 
ISTRIBU TION 
EE CENTER 


9110-83RD AVE. NORTH MINNEAPOLIS, ММ 55445 
MAIL ADDRESS PO. BOX 9328 MINNEAPOLIS, MN 55440 


PHONE 612/425-1400 
TREE NATIONWIDE = FREE MINNESOTA 
1-800/328-9494 1-800/652-9788 


Canton representsthe PALCO ›— 


finest mills in the 
Redwood industry. Simpson r d 


Rut Rider 6” Rabbeted Redwood Siding; Builder: Gene De Witte; Locatio: 


ғ 


à 


SINCE 1930 WHEN YOU — 
THINK OF REDWOOD, 
THINK OF CANTON. 


Visit our Display Center 


WELCOME. TO HARMON COURT. 
THE TWIN CITIES’ FIRST MAJOR DESIGN CENTER. 


Like Chicago s Merchandise Mart, New York's D&D Building, 
and Los Angeles’ Pacific Design Center, the new Harmon Court 
Design Center in Minneapolis is an elegant collection of beautiful 
showrooms for designers — all under one roof 

You'll find everything here that you need to build a total design 


statement for your customers. 

Fine furniture. Exquisite fabrics and 
wallcoverings. Plush carpets and area rugs 
Unique lighting, accessories, and antiques. 


All in one convenient place 
Harmon Court. The elegant, exciting new showplace for inte- 
rior designers at 12th and Harmon Place, near the center of Min- 


neapolis, just minutes from the I-94 and 35W freeways. 


Contact Flooring & Furnishings 

Тһе Framemakers е MAIS Furniture & Accessories 
Harmon Court Showroom * K. Мипһай M. 

MJL Impressions 
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DESIGN CENTER 


Hours are Monday-Friday from 9:00 AM to 5:00 PM, Saturdays 


by appointment only. 
All showrooms open to the trade only, 
and their clients. For more information, 
call (612) 338-1802 


1128 HARMON PLACE, MINNEAPOLIS 


Mayfair Architectural Antiques 

Hampton Row * Hirshfield's Designer Showroom 
Michael Mudgett Showroom + Phyllis Murray, Ltd. 
Whitney Slabaugh & Co. 
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over: Three winners of this years MSAIA 
lonor Awards. Upper Left: The Science 
useum of Minnesota, St. Paul, by Hammel 
reen 8 Abrahamson (photo: Phillip 
lacMillian James); Upper Right: Midship- 
en's Sports & Recreation Center, Be- 
hesda, Maryland, by Ellerbe Associates 
(photo: Shin Koyama); Bottom: Piya Wiconi, 
Oglala Sioux Tribe, Pine Ridge Reservation, 
outh Dakota, by THE Hodne/Stageberg 
PARTNERS, Inc (photo: Norman McGrath). 
For the rest of the award winners turn to 
page 25. 
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At Photographic Specialties, we believe a wall ought to do more 
than keep the ceiling from touching the floor. 


It should brighten. Enlighten. beautiful colors that are resistant 
Relax. Or excite you. to fading. And we can make 

It should make a room seem them from virtually any photograph. 
larger. Or smaller and more cozy. So why just sit there staring 

All it needs is а wall-size at a blank wall? Call us at (612) 

Cibachrome print or transparency 332-6303. Or write Photographic 
from Photographic Specialties. Specialties, 225 Border Avenue 

Our Cibachromes offer rich, North, Minneapolis, MN 55405. 


5% 


PHOTOGRAPHIC SPECIALTIES 
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htweight, Low Cost, Yet Durable. 
icott's 1⁄2” paver is designed to 

e costs through easy handling and 
cement. Yet, this thinner paver is 
strong and durable as full thickness 


cks when set as recommended. 


htching Design. These pavers match 
dicott's face brick. Five colors аге 
stock. Each 
1 8" x 8” with matching trim and 


s available in 4” x 8” 


Be pieces, 


atches facing brick. 


Low Life-Cycle Costs. The smooth 
unglazed surface provides a minimum 
of maintenance, yet a lifetime of wear 
and durability. 


Indoor or Outdoor. This durable 
non-skid tile allow: u to use the 
same floor covering inside or out. 


Look for Yourself. Kate-Lo will be 
glad to furnish you a list of local pro- 
jects using Endicott’s paver tile so you 
can see for yourself. View these 
pavers at any Kate-Lo showroom or 
call for a demonstration. 


Pictured Above Holy Nativity Church 
of Mary, 9900 Lyndale Ave South 
Architects: Freerks/ Sperl/ Flynn 
Tile contractor: Grazzini Bros 
GENERAL OFFICE and SHOWROOM 
6750 W. Broadway, Brooklyn Park, MN 


Phone: (612) 5: 


SOUTH SHOWROOM 
1145 Cliff Road, Burnsville, MN 
Phone: (612) 890-4324 


WEST SHOWROOM 
1250 E. Wayzata Blvd., 
Phone: (612) -0264 


MINNESOTA WATS: 800-442-3003 
IONAL WATS: 800-328-3026 


& Co. 


Wayzata, MN 
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Our Professional Banking Division knows more about 
helping architects with big plans. You see, our 
Professional Division bankers handle business and 
individual banking for architects and other professionals. 

And no one else. 

So no one gives architects more help with 
operating lines of credit, leasehold improvement loans, 
and much more. 

And no one knows more about individual financial 
matters like loans for tax payments, “swing loans,’ 
investment loans, and installment loans for miscellaneous 
purchases. 

The Professional Banking Division. For 
professionals like you. 


Call 370-4005 f - 
an Ms rs s First Bank " 
1 ) Minneapolis 


Member First Bank System 


Professional Banking Division 


First National Bank of Minneapolis, 120 South Sixth Street, Minneapolis, MN 55402. Member FDIC. 


п Ending, There 
6 A New 
eginning 


Architecture Minnesota, as the mast- 
head indicates, is the official publi- 
cation of the Minnesota Society Amer- 
ican Institute of Architects [MSAIA]. 
In this context, it is given policy di- 
rection by a committee, the Architec- 
ture Minnesota Committee, which re- 
ports to the Board of Directors of the 
MSAIA. The committee, as is the case 
in most professional organizations, 
consists of volunteer members and its 
composition varies from year to year. 


As a new member of the MSAIA, I 
asked in the mid-'60s to be assigned 
to the Publications Committee which 
then monitored the publication of 
Northwest Architect. Northwest Archi- 
fect was owned by both Bruce Pub- 
lishing and the MSAIA. The magazine 
was then a trade publication intended 
soley for internal distribution. While 
the committee discussed details of pub- 
lication, the actual production was 
done by Fred Miller of Bruce Publish- 
ing. After I became Chairman of the 
committee, Fred and I worked closely 
together. In those days, he was the 
magazine’s archangel. I learned a great 
deal from him, from picas and paste- 
ups to signatures and silverprints. When 
the ownership of Bruce Publishing 
changed hands, Fred went with the 
new owners and I was formally ap- 
pointed editor. This post, then, became 
my principal avocation in addition to 
my full-time architectural responsibil- 
ities. 


A divergence of goals eventually led 
the MSAIA, in 1975, to assume full 
ownership of the magazine, renaming 
it Architecture Minnesota. Dorn Com- 
munications became the publishers re- 
sponsible for production and distribu- 
tion, while the MSAIA, through the 
Architecture Minnesota Committee, 
remained responsible for the editorial 
material. In 1979, the MSAIA under- 
took publication of the magazine in- 
house and, for the first time, the mag- 
azine was assigned full time personnel 
in the Society's offices. Lisa Henricks- 
son became Assistant Editor, Pamela 
Obando, Marketing Director, with 
James Cramer, Executive Director of 
MSAIA, as Publisher. 


The growth and evolution of Architec- 
ture Minnesota coincided with an in- 
creased public interest in architecture 
and the built environment. The interest 
was furthered by the energy crisis and 
the emerging national prominence of 
Minnesota’s architectural community. 


Architecture Minnesota has now grown 
in readership and responsibility to the 
point where I believe it needs the stew- 
ardship of a full-time professional ed- 
itor. It is in this spirit and also because 
of added professional commitments 
that I am resigning as editor. 


New thinking in architectural design 
is beginning to articulate the possibil- 
ities of a regional architecture. This, 
as well as our continuing concern for 
the built environment, the conserva- 
tion of natural and cultural resources, 
and housing, need to be reported more 
fully and regularly. 


The new editor will vigorously and 
creatively pursue these and related 
matters. Thus it is not with regret that 
I relinquish this responsibility, but 
rather with anticipation that Architec- 
ture Minnesota will continue its growth 
and strengthen its position as the pre- 
eminent regional architectural publi- 
cation in the country. 


Over the years, the Architecture 
Minnesota Committee has attracted 
many of the most talented architects 
in the Society. I have enjoyed working 
with them and I am particularly in- 
debted to the current Chairman, Ed- 
ward A. Sovik, who for many years 
has given wise and patient guidance to 
the Committee. 


—Bernard Jacob 
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SR THE TILE. 
THE SERVICE. 
THE RESULT. 


UNMATCHED TOTAL SERVICE 
- Advice from consultants who understand your needs 
- Help in finding the newest in tile and fixtures 
- Aid in obtaining special samples to show your clients 


- Offer you the use of our 3 showrooms with more than 
50 color-coordinated displays. Truly a beneficial 
setting to bring or send clients. 


ШИ minnesota 
BB tile sketchbook 


а " 5 " WE COLOR YOUR THINKING 
Project: Parkdale Plaza, Developer: MEPC BURNSVILLE 35W and County Rd. 42 - Cobblestone Court - 435-2544 
Architect: Baker Associates, Inc. ALA EDINA 7404 France Ave. So. - Leisure Lane Mall - 925-2070 
Tile: Intrestado BROOKLYN CENTER Hwy. 100 and France Ave. No. - 533-2461 


Architecture Minnesota/Dec. 1980 


Cass Gilbert’s Design for the State Capitol 


An exhibit of the work of architect 
Cass Gilbert, designer of the State 
Capitol, began a two year tour of the 
state in September at the University of 
Minnesota. Cass Gilbert: Minnesota 
Master Architect is a showing of more 
than 100 drawings, photographs and 
models assembled by Patricia Murphy 
for the University Gallery. Included in 
the exhibit are the many shingle style 
houses, churches, and commercial 
buildings Gilbert designed over a pe- 
riod of 27 years in Minnesota before he 
moved to New York. In New York, 
Gilbert designed the Woolworth Build- 
ing, the U.S. Customs House, the initial 
design for the George Washington 
Bridge and the U.S. Supreme Court 
Building in Washington, D.C. The par- 
tial tour schedule is as follows: Novem- 
ber 25—January 13, Anoka Ramsey 
Community College; January 
13-February 17, (location undeter- 
mined); February 17—March 24, Mon- 
ticello Public Schools; March 24— April 
21, Hibbing Community College; April 
21-Мау 26, Architecture Building 
(AIA Convention, Mpls. May 17-21.) 
Call the University Gallery for further 
information. 


Two Scholarships have been an- 
nounced for the 1981 Rotch Travel- 
ling Scholarship Competition. Ap- 
plicants for the basic Scholarship (sti- 
pend $12,000 for 8 months of foreign 
travel with an additional payment of 
$1,000 upon return) and second Schol- 
arship (stipend $6,500 for four months 
of foreign travel, with an additional 
payment of $500 upon return.) For in- 


formation about applicant qualifications 
and an application form, send requests 


to this address: Norman C. Fletcher, 
Secretary/Rotch Travelling Scholar- 
ship/46 Brattle Street/Cambridge. Re- 
quests must be made in writing no later 
than Monday, January 12, 1981. 


The new Women’s Correctional Fa- 
cility for the State of Minnesota has 
been awarded to BWBR Architects, 
St. Paul, Minnesota, in association 
with Hellmuth, Obata & Kassabaum, 
Inc., St. Louis, Missouri. The struc- 
ture will replace the existing Minne- 
sota Women’s Correctional Facility in 
Shakopee, Minnesota, and will house 
90-110 women. In addition to living 
units, the building will provide space 
for recreational, educational and in- 
dustrial programs as well as adminis- 
trative offices. A report will go to the 
Legislature іп February, 1981, and 
construction will begin pending ap- 
proval and appropriation of funds. 


Richard W. Anderson, Inc. (ADI) has 
begun construction on a $4.7 million 
office building adjoining Crosstown 
Lake in Eden Prairie. Crosstown Lake 
Office Building II, the most recent ad- 
dition to ADI’s City West Office Park, 
will be situated on a 5-/> acre, wooded 
tract. Knutson Construction be gan site 
development for ADI on October 20, 
1980 and the building, designed by 
Roberts Architects, is expected to be 
completed by April 1, 1981. The 
78,000 square foot building will be 
constructed of structural concrete sim- 
ilar to that being used in the new Met- 
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IN OIL CORPORATE HEADQUARTERS * Radnor, РА * Architect—John Carl Warnecke & As: 


nad КА look atit, 


SuperSky looks better. 


Inside or out, your building will look better with SuperSky. 


You design the skylight and SuperSky engineers it and builds it 
to your specifications. 


When skylights figure in your plans, see the people at Snow-Larson. 
Because they know building materials, inside and out. 


So for a closer look at SuperSky and a wide variety of other quality 
building materials, call Snow-Larson today. 


SNOW-LARSON, INC. 


CONSTRUCTION MATERIALS 


Snow-Larson, Inc., 1221 М. 2nd Ave., Minneapolis, MN 55405 
612/374-1216 Minnesota Toll Free 800/742-0674 
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ropolitan domed stadium. The three- 
story office facility will include a 
stucco and glass exterior, a two-story 
glass enclosed atrium, a garden court 
and underground parking facilities for 
up to 90 cars. Interiors were planned 
by DVR & W Inc. 


Architectural Alliance, Minneapolis, 
has been commissioned by Kroy In- 
dustries, Inc. to provide architectural 
services for their new corporate facil- 
ities in Oakdale, Minnesota. Initially, 
the project will consist of an approxi- 
mately 80,000-100,000 square foot 
office building. An April, 1981 
groundbreaking is anticipated, with 
project completion scheduled for early 
1982. Architectural Alliance also an- 
nounced the formation of Architec- 
tural Alliance West in Los Angeles, 
California. Coordinating activities at 
the new office will be Chris Johnson, 
a former employee of Architectural 
Alliance in Minneapolis who is now 
an Assistant Professor at the UCLA 
School of Architecture. The firm will 
pursue major architectural, interiors, 
landscape, and energy design related 
commissions in the Western United 
States. 


Dickey/Kodet/Architects, Minneap- 
olis, is the designer of Fire Station 
Number Six at Stevens Avenue and 
16th Street near the Minneapolis Au- 
ditorium. The project, which covers 
18,000 square feet, features a ''super- 
insulated envelope” as well as intrinsic 
heat and passive solar energy. The Fire 
Station’s estimated date of completion 
is January 1, 1981, and its approximate 
cost is $1.6 million. 


— nF 
E. Richard Cone, a past president 
(1951-52) and Emeritus member of the 
MSAIA, died Saturday, October 4 in 
Arden Hills at the age of 74. 


Cone practiced architecture in St. Paul 
for 40 years as a partner in the firm of 
Cone and Peterson. Born in Northfield, 
he attended Hamline University and 
graduated from the University of Min- 
nesota in 1931. He received his mas- 
ter’s degree in architecture from Har- 
vard in 1933. Some of the buildings 
he designed include: St. Luke’s Cath- 
olic School; St. James Church; Drew 
Residence Hall and Fieldhouse at 
Hamline; and St. Helena’s Church in 
Minneapolis. Cone retired from the 
architectural profession nine years ago. 


Qur hew'catalog; Sg: t 
new -LHchfiefd* mod i ә Яо design. - 


Тег many 


Р.О. Вох 256 

Hamel, Minnesota 55340 
(612) 478-9400 

g MINN Wats (800) 362-3508 


Hamele Recreation 


WISC., IOWA, NORTH AND 
SOUTH DAKOTA WATS 


Company Incorporated (800) 328-3557 
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Choosenew, more efficient 
natural gas equipment. 
Because gas does the job best. 


The tougher the job, the better gas 
does it. That's why commercial, 
institutional, and industrial decision- 
makers prefer gas for their big 
heating, cooking and process jobs. 


Natural gas is clean and dependable. 
It's naturally efficient. It's econom- 
ical to use and increasingly available 
too. Incentives resulting from 

recent legislation, as well as conser- 
vation efforts by present customers, 
have improved supplies.* Today's 
more efficient equipment helps con- 
serve energy by making better 

use of every BTU. 


Energy efficiency — a key to our 
nation’s energy future, a must for your 
bottom line. 

So go natural! For information on 
how to save energy and money, 
coniact your gas equipment 
specifier or local gas utility. 


*In 1979, U.S. natural gas well completions were up 13.5% over 1978. 
Ой and Gas Journal (2-18-80) 


Dependable 


Natural! 


Northern 
Natural Gas 
Company 
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The Energy Pros 


from 
Minnegasco 


> If you need energy answers 
concerning the new project 

you may be working on, see 

== Us, the Energy Pros from 
Minnegasco — The 

Industrial/Commercial team that’s available to help you 


make your new or remodeled facility as energy-efficient 
and as cost-effective as possible with natural gas. 


Helping provide you with Dependable Energy Service 
for your new project is our job, and our own energy 
expertise is backed by the fine technical talents of all of 
the people at Minnegasco. 


So, if your job needs energy decisions, we want to 
talk to you. And, hopefully, you'll want to talk to us. 


Give us a call at 540-6070. 
(| ñ 
(/ 


Minnegasco 
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An Interview by James P. Cramer 
with 


Robert Hovelson, 


Senior Vice President of Oxford Development 
Corporation 


Jim Cramer: When did Oxford become involved in the 
Twin Cities area? 


Robert Hovelson: The first formal involvement was in the 
summer of 1977, when we purchased two blocks of down- 
town Minneapolis office properties, the Baker block and 
the Northstar Center, from IDS Properties 


Cramer: What is your current level of involvement in this 
area? 


Hovelson: We have the Town Square project іп the down- 
town St. Paul area. It includes a Donaldson’s Department 
store (which is about 120,000 square feet), another 110,000 
square feet or so of retail space, and two office towers 
comprising a total of about 450,000 square feet of rental 
space. That is now open. Also in downtown St. Paul, we 
own the property that formerly housed Donaldson’s, along 
with the parking garage that serviced it. We own the block 
adjacent to Town Square next to Dayton’s between Seventh 
and Ninth Streets. That property has been cleared and is 
being used as a parking lot. Right now we're looking at 
plans for that. In Minneapolis, we own the North Star and 
Baker blocks and we are developing the City Center project. 
The total land area of the City Center project is about 
275,000 square feet. It is split in two by the Nicollet Mall. 


Cramer: What are your plans for the near future? 


Hovelson: Well, Oxford is a development organization, so 
we will continue to seek opportunities in the Twin Cities 
and all over the United States. We like to do downtown 
urban redevelopments with mixed uses. We like the retail 
aspect of this. 


Cramer: It would seem that most of your development 
projects are in central business districts. 


Hovelson: Yes, almost without exception. 


Cramer: Does Oxford’s philosophy guide you to urban 
core areas? 


Hovelson: It’s not necessarily a philosophy, but we think 
that there is a definite need in the typical, mid-sized Amer- 
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Robert Hovelson 


ican cities for redevelopment activity in their downtowns. 
Opportunities exist in almost all of these cities. It takes a 
particular boldness and willingness to take risks, and also 
a belief in the future and workability of cities. For example, 
the opportunity has existed in St. Paul for at least 20 years. 
It's just that nobody grabbed it vigorously before. The same 
thing is true in downtown Minneapolis. Bold ideas are 
needed, as is the belief that you can redevelop a strong and 
viable retail activity in the downtown community and com- 
plement it with other uses, such as offices and hotels, and 
make the whole thing work. I think many cities present this 
opportunity and we are prepared to take advantage of this 


Cramer: What is your view of the future of the city? Will 
it be strengthened? 


Hovelson: Well, I’m not sure that I’m much of a prophet. 
But in downtown Minneapolis, for example, we are seeing 
a renaissance of the central city. The development activity 
there is a result of the completion of the IDS Center in 
1973. The housing activity in the Loring/Nicollet area cer- 
tainly is significant in the evolution of the city, and I think 


it’s very encouraging. I’m not sure that Minneapolis or 
other cities like it will ever accept housing throughout the 
core area and I’m not even sure that it’s really necessary. 
But I do like to see the residential fiber returned to the 
downtown area because of what it does for the rest of the 
community. 


Cramer: Will the Twin Cities be attractive to developers 
in the next ten years? 


Hovelson: Well, | think so. There’s lots of opportunity and 
strength here. We'll probably never reverse or totally elim- 
inate the appeal of the suburbs. But I think that having a 
large number of available buildings in the central business 
district will provide opportunities for development and will 
keep both downtowns’ areas strong. 


Cramer: Do you have any serious plans for development 
in Duluth? 


Hovelson: No, not at this time. 


Cramer: Could you tell us about the size, scope and present 
stage of development of the City Center project in Min- 
neapolis? 


Hovelson: The project is developing in multiple phases. It 
consists of Block А-С which includes the Donaldson’s 
department store (about 275,000 gross square feet); ap- 
proximately 185,000 feet of retail shop space along Hen- 
nepin Avenue; a 1,100,000 square foot 50-story office 
tower; a parking garage for approximately 600 cars and a 
600-room hotel which will be owned and constructed by 
the Amfac Hotels and Resorts of San Francisco. 


Cramer: There has been much discussion about the hotel's 
influence on the city. 


Hovelson: Yes, | believe they plan to refer to it as Amfac 
Minneapolis. This company has other hotels on the West 
Coast, Nevada, New Mexico and Texas. We expect to have 
a fantastic hotel as part of this project. 


Cramer: When the Donaldson’s property has been com- 
pleted, what will happen to the old building? 


Hovelson: We will raze it. That site will be redeveloped 
starting in 1983. There will be retail space in the lower 
portion and a large office tower, probably in the range of 
800,000 to 1,000,000 square feet, which will be occupied 
chiefly by Northwestern National Bank. 


Cramer: Has an architectural firm been selected for that 
project yet? 


Hovelson: The contract isn't signed, but we expect to use 
Skidmore Owings and Merrill of Chicago with Bruce Gra- 
ham in charge. 


Cramer: Have there been frustrations with the City Center 
project? 


Hovelson: We are off schedule by about a year. Due largely 
to our naivete, we assumed that we could acquire the land 
faster than we actually did. The delay was caused by prop- 
erty owners who were objecting to the condemnation pro- 
ceedings by the City of Minneapolis. There was a legal 
squirmish involving Scottie’s restaurant that lasted about 
a year. The argument centered around the historic landmark 
status of the building. By the time that was settled we had 
used up the better part of a year. 


Cramer: The decision to tear down the Radisson Trade 
Mart must have been very difficult. Why was that decision 
made? 


Hovelson: For a number of complicated reasons. Origi- 
nally, we had no intent to acquire the Trade Mart. But when 
the original tenant, the Northwest Salesmen’s Association, 
decided that they would be better served in the Hyatt-Re- 
gency complex, the Trade Mart became available to us. As 
far as tearing it down, it was really only suitable for its 
original purpose, which no longer exists. We wanted to 
have a hotel in the project, but couldn’t fit it in in any 
sensible way at that time. The decision was reluctantly made 
to remove the Trade Mart from the site to accommodate the 
hotel and to give us a better retail center. The objectives 
have been satisfied although the cost was quite significant. 


Cramer: Approximately how much will the new hotel cost? 


Hovelson: Well, that’s a little bit out of my realm. Since 
we re talking about a 600-room hotel, I guess that it would 
be somewhere between 80 and 90 thousand dollars, in- 
cluding the furniture and fixtures for each room. 


Cramer: What are the square footage construction costs 
for the City Center? 


Hovelson: Well, it varies, but generally it’s in the 50 dollar 
range. 


Cramer: As a large developer, how important is design 
quality in architecture to the success of your projects? 


Hovelson: It’s very important to me personally, and I think 
that we are doing a very fine job. I trust that the community 
will receive it with equal enthusiasm. I certainly hope they 
will. Design issues are a constant struggle between the 
architect and the developer. Developers want to have 
profitable buildings. I think every architect wants to feel 
that he is making a lasting and important contribution. I 
don’t blame them for that. In fact, I would think less of 
them if they didn’t try to achieve that. But compromises 
are necessary too and some balancing must be made for 
what the market will bear. Both elements are important. 
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Finding a window that combines the good looks you want 

with the performance you need can be a real trial. 

Well, wait til you've witnessed Pellaclad windows. 
It's a wrap you'll be glad to take. 
You see, we've built a strong case for Pellaclad. 

We start with a quality Pella wood frame window. 
(You know how weil wood insulates.) Then we wrap 
the inside with a tough adhesive film with the look 

of warm woods or rich leathers and the 
toughness of quality vinyl. 


Pellaclad windows offer a strong defense 
against stains, scuffs and fading. And the record 
of Pellaclad vand lows и actual use is v. 
stronger evidence. Like to. te 

Call Ron Johnson at 3354154 
Tell him vou want to see some proof. 


Getting Technical Data on Masonry Used 
to Be Pretty Difficult. Not Any More. 


The technical library is a lot like a law 
library. A cross section of data has to 
be both available and complete 


Acknowledging the demand for an 
overall technical data facility in Minn- 
esota, MMI is building, and is continu- 
ing to build the number one source of 
data for all types of masonry construc- 
tion. 


The mechanics are simple. All you 
have to do is either pick up the phone 
or stop by for a visit. Office hours are 8 
to 5 on week days. Complete con- 
ference room and film projection 
facilities are at your disposal. 


If you have a question call MMI. If the 
answer isn't at our fingertips,we'll get it 
for you. 


AA 


minnesota 
masonry 
institute 


Joint Effort Produces 


Steve Edwins 


A number of State architectural firms 
recently participated in the Energy 
Efficient Housing Demonstration Pro- 
gram sponsored by the Minnesota 
Housing Finance Agency. Тһе pro- 
gram was developed to encourage the 
use of passive solar heating, super in- 
sulation and earth sheltering in resi- 
dential designs suitable for the com- 
petitive speculative housing market. 


Using the winning entries, 165 units 
were financed for actual construction. | 
Eighty-five of them are located in the 
Twin Cities area (at a maximum price 
of $75,000) and the other 80 (at up to 
$65,000 per house) are in outstate cit- 
ies. In order to qualify for financing, — | 
prospective buyers had to be first-time 
home buyers whose income fell within 
prescribed guidelines. Once they had 
been narrowed down this far, buyers 
were chosen at random, through a 
drawing. Twenty-six builders were se- 
lected following submission of de- 
tailed plans, energy use data and guar- 
anteed construction costs by builder 
and design teams. 


The winning entries were on display 
in late August at the Landmark Center 
in St. Paul. Builder displays can be 
found throughout the state. The pro- 
gram was developed by the MHFA, 
the Minnesota Energy Agency and 
Architectural Alliance, and includes a 
well-conceived and documented ге- 
source manual and submission forms. 
Criteria for selection were based on the 
use of combined effects of energy con- 
servation construction techniques, pas- 
sive solar design (including careful site 
orientation and earth sheltering consid- 
erations) and the ability to work within 
a fixed budget on available construc- 
tion sites. The instruction book was a 
primer on energy conservation in Min- 
nesota, worthy of review by designers, 
and it covered the important means for 
reducing heat that’s lost through cracks, 
vents and building joints. 


Energy Efficient House Designs 


Sun Meadow Townhomes Architect: Miller Hanson Westerbeck Bell 


Architect: Richard Schwartz 


Architecture Minnesota/Dec. 1980 


The winning designs were diverse 
enough to test popular ideas for saving 
energy, although most were typical of 
developer housing with energy con- 
serving features. Undoubtedly, house 
design will undergo transformations as 
living space is aligned to the south and 
service areas buffer the north winds 
Making solar houses into convenient, 
enjoyable spaces despite small budgets 
hasn’t received much attention in the 
past, but this type of demonstration 
should encourage this new design ori 
entation. 


Information on house heating perfor 
mance was not readily available to vis- 
itors at the Landmark Exhibition, but 
typical insulation standards were high, 
with most wall construction at around 
R-30 and roofs around R-50. Over half 
of the winners were designed by ar- 
chitects, and a number utilized direct 
thermal storage in walls or floors: 


Johnson, Sheldon % Sorenson Ar- 
chitects, Inc. of St. Louis Park de- 
veloped a three-story trombe wall de- 
sign for Barthel Homes, Inc. in Rogers, 
Minnesota. A full two-story trombe 
wall design for CarCol Construction 
in Brainerd was designed by Rieke, 
Carroll, Muller Associates, Inc. 


Richard Burns Associates, Fargo, 
developed a two-story corner sun space 


with trombe wall design for Eid-Co 
Builders in Moorhead 


Floor storage is the principal technique 
for all south-facing room plan by John 
Skujins, Architect, Minneapolis, for 
Luckie Construction Co., Blooming- 
ton, and for an all-passive house de- 
signed by SMSQ Architects, 
Northfield, for P & M Construction. 
These were similar in their total south- 
erly room orientation and buffering to 
the north with garages. Sun-Meadow 
Townhomes by Miller, Hanson, Wes- 


terbeck, Bell Architects for developer 


Anderson-Jordahl іп Moorhead also 
utilized direct floor heat storage in an 
efficiently packed townhouse scheme. 
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Section 


Sol-Air Townhome, Winona Architect: Hurt 
Halweg 


Above: Detached hou 
Richard SchwartziNeil V 


, Eagan Architect. 
ber Opposite Page: 


A STANDARD OF 
EXCELLENCE 
IN WOODWORKING 


ARCHITECTURAL 
MILLWORK 
ROOF & FLOOR 
TRUSS SYSTEMS 
THE ALL-WOOD 
FOUNDATION 


217 Como Avenue 
Saint Paul, MN 55103 
(612) 488-2525 


MEMBER: Architectural 
Woodwork Institute (AWI) 


A controversial technique is the en- 
velope house, to be tried in Winona’s 
Sol-Air Townhome development built 
by Baker Productions, Inc., LaCrosse, 
Wisconsin, and designed by Architect 
Hurt Halweg, Winona. 


Richard Swartz/Neil Weber sup- 
ported two winning schemes, one a 
detached house in Eagan for Burford 
Construction and Twin Oak Estates 
cluster housing for Solar Develop- 
ment, Inc. of Inver Grove Heights. 
Both use extra insulation and night 
shades with fairly conventional plans. 


Section Two entrants had approaches for ex- 
isting neighborhoods. Adkins Asso- 
ciation designed semi-traditional row 
houses for St. Paul’s Historic Hill Dis- 
trict for Norman Construction Co. 
Home Pride Building, Inc. proposed 
ways for rehabilitating old houses in 
the Willard-Homewood Neighborhood 
of Minneapolis in a convincing adap- 
live re-use of old floor plans. 


Steve Edwins, AIA, is an architect who 
works for the Northfield firm of Sovik 
Mathre Sathrum Quanbeck Architects. 
He also serves on the Architecture Min- 
nesota Committee. 


Sound like a good deal ? It is. 


your first day of private practice —not just And it’s available with the CNA Architects’ 
back to your first insurance policy — At your and Engineers’ Professional Liability Insur- 
ance Program. 

And best of all, for qualified insureds, it’s a Call your broker for details. 

standard feature of our basic policy — NO Victor O 


а Schinnerer 


& Company Inc. 


Program Administrators & Underwriting Managers 
Commended by AIA and NSPE for its members since 1957. 


The first is still the best 


5028 Wisconsin Ave.. N.W. 40 Wall Street 


028 | / I 55 E. Jackson Boulevard 595 Market Street 
Washington, D.C. 20016 New York, N.Y. 10005 Chicago, Iilinois 60604 San Francisco, California 94105 
(202) 686-2850 (212) 344-1000 (312) 663-3631 (415) 495-3444 
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Here’s your new 
carpet showroom 


E 


— use it anytime! 


LOWY ENTERPRISES in Twin Cities suburban New 


Brighton is actually a complex of sho 


wrooms. Our Contract Division 


features leading brands of commercial carpet. Available, also, a full 
line of ceramic tile and resilient and hardwood flooring. All displayed 


for ease of selection, color and grade. 


Northwest's 
newest, most 
complete carpet 
& floor showplace 


Our showroom facilities are 
open to you. A complete 
source contract inventories in 
stock and product knowledge 
for architects, specifiers and 
designers. You can draw on 
Lowy's complete sales, 
warehouse and service 
facilities. Over 40 years 
experience serving 20 states. 
We welcome you and your 
clients to use the beautiful 
Lowy facilities in confidence. 


CONTACT: Rob Hunegs or 
Metro: 1-612-636-0900; Minn. 


e Burlington House 
e Callaway 

e Americana 

e Con-Dec 

e Congoleum 

e Hartco 


Michele Lau 
WATS: 1-800-672-0934; 


Outstate WATS: 1-800-328-0800 


LOWS 


ENTERPRISES, INC. 


1565 First Ave., N.W. New Brighton, MN 55112 
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PEOPLE 


2.20/Co IN SWEETS 


CUSTOM BRIDGE COMPANY 
Route 5, Box 178 
Alexandria, Minnesota 56308 
612-852-7500 


NEAL 
DEMOUNTABLE 
PARTITIONS & 


DESIGNED TO ALLOW 
ARCHITECTURAL INPUT 


PRICED COMPETITIVELY 


MANUFACTURED, 
INSTALLED & SERVICED 
| BY DEPENDABLE LOCAL 
| PERSONNEL 


w. в. neal slate co. 
7975 WALLACE ROAD 
| EDEN PRAIRIE, MINNESOTA 55344 
| TELEPHONE (612) 937-2404 


Your new Carlisle 
roll-on roof is here. 


The one with the watertight warranty. 


ght оп!” describes Carlisle's loose-laid Sure-Seal* tions, 17 years old now, are still as good as new with 
ber roofing perfectly. That's just about how it's practically no maintenance. What's to maintain? Blister- 
blied. Huge clean sheets of this remarkable elastomeric ing sun and bitter cold and pollutants just don’t bother 

brane are rolled right on and cold-sealed in place by Carlisle roofs much. And don't overlook the watertight 


inimal crew. To the factory's numbered layout. warranty! 
ckly. Neatly. No boiling tar, no mess, — 3 

dislocation. Ballast of river-washed 
vel is spread and the roof is complete. 


The marvel is that Carlisle roofing costs 
no more—often less—to install than or- 
dinary built-up roofs. If you own а build- 
ing, it's a great way to keep a roof over 
your head. Write for the rewarding story 
and the name of your approved Carlisle 
applicator. Right on! 


ft, easy installation is just the 
pinning. On a new roof (or even laid 
Pr an old one—no ripping off is re- 
red), your Carlisle roof settles down 
a long carefree life. Earliest installa- 


PNE KATES CARLISLE 


935-9800 


Architecture Minnesota/Dec. 1980 23 


Textile Wallcovering Collection 11 


contains 157 contemporary designs — 123 are completely 
new — of a timeless and lasting quality. An inspiring 
collection of fabrics made of natural fibres, cotton, linen, 
wool and pure silk. 


Vinyl Wallcovering Collection 14 


has been extended to a collection of 218 contemporary 
designs with a large number of different structures and 
multi-color prints. 


The new “triptych” wallcovering collections of Vescom contain 157 
inspiring textile designs (no. 11) and not less than 218 
contemporary vinyl designs (no. 14). 


And you'll find them, of course, at Hirshfields. 


HIRSHFIELD’S CONTRACT DEPT. 


Contract Showroom: 824 Hennepin Ave., Minneapolis Mon.-Fri. 8 A.M.-5 RM. (612) 370-2626 
New Designer Showroom opening soon at Harmon Court Design Center, 1128 Harmon Place, Mpls. 


Each year in August, the MSAIA 
selects its Honor Awards Winners. 
Upon arrival, the visiting jurors must 
organize themselves, establish their 
own criteria, review 100 projects, 
zero in on the most appropriate ones, 
visit as many as possible, lobby for 
personal favorites, and prepare their 
final decisions for a program two 
nights later. The logistics of this 
must somehow involve eating, 
Sleeping, and the pervasive 
intellectual climate of architectural 
discussion. 


The only variable is quality. Whether 
the selection process is demanding or 
easy is determined by the quality of 
the projects and the concern of the 
jury. At its best, the process can 
challenge, stimulate, and inspire us 
for the coming year. 


The 1980 Honor Awards Program 
brought two highly respected 
architects, Harry Wolf and Eberhard 
Zeidler, together with noted author 
and critic Arthur Drexler. They 
provided a balance of thoughtful 
commentary and refreshing levity 
that enhanced the spirit of the 
program and marked them as a 
concerned, involved jury. They 
deliberated late into the final day 
before reaching their decisions. The 
projects they selected were the 
work of five firms whose work 
consistently wins local and national 
awards. The two firms that won 
multiple awards demonstrated 
impressive versatility. 


We hope that one year, the jurors 
will give 100 awards to 100 projects. 
That is the only real goal of the 
Honor Awards program—to 
continually strive to raise the level of 
quality and understanding of 
architecture. Craig Rafferty, AIA 
Honor Awards Committee Chairman 


1980 Honor Awards 


Jury Members 


Arthur Drexler is the Director of 
the Department of Architecture and 
Design at the Museum of Modern 
Art. Before joining the Museum in 
1951, Mr. Drexler was associated 
with the office of George Nelson and 
was architectural editor of Interiors 
magazine. He was born in New York 
City and attended Cooper Union. 


(Not shown) 


Eberhard Zeidler 


Harry C. Wolf, FAIA, heads the 
Architecture, Interior Design and 
Planning firm of Wolf Associates in 
North Carolina. He has lectured at 
several universities and served on 
numerous juries, including the 
National AIA. Mr. Wolf was 
educated at the Georgia Institute of 
Technology and Massachusetts 
Institute of Technology. 


Eberhard Zeidler, Бірі, Ing., 
F.R.A.I.C., R.C.A., is a partner in 
the Canadian firm of Zeidler Roberts 
Partnership/Architects. A significant 
figure in the field of planning and 
Urban Design, Zeidler’s projects 
include the City of Toronto Central 
Area Plan; Woodroffe Community; 
St. Lawrence Market; and Harbour 
City. In addition to authoring a book 
on the planning of a health sciences 
centre, he has also lectured at the 
University of Toronto. Born in 
Germany, Zeidler was educated at 
the Bauhaus Weimar and T. H. 
Karlsruhe University. 
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Two bedroom unit Living Room 
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Greenway Gables 


Frederick Bentz/Milo 
Thompson & Associates, Inc. 


The developer for this project was т = 
faced with providing 16 units per 
acre on this 2.6 acre site in the 
center of the Loring Park 
Development District. The city’s | 
master plan originally called for | 
much lighter density, but due to 
unfavorable marketing and financing | 
conditions, the developer was 
convinced that a lower density, more 
rapidly completed project (to 
generate repayment bonds) would be 
to the city’s advantage. 

The design of the 43 luxury 
townhouses consists of clusters of 
houses grouped around short 
extensions of the Loring Park 
Greenway, providing a strong sense | 
of privacy and separate unit | 
identification. 


Automobile access occurs from the 
side opposite the public greenway 
through private cul-de-sacs 
connecting to the city streets. The 
houses are designed using 45 degree 
pitched roofs with many gabled 
forms articulating the individual 
units. 


Isometric Plan 


Jury Comments: One of the distinct 
virtues of this complex is its 
unmistakably residential character. A 
relatively high density is achieved 
while maintaining the townhouse 
scale, and the planning provides a 
nice gradation of spatial hierarchy. 
The linkages to the greenway are an 
appropriate gesture, and this project 
provides a bellwether for the 
development of this rehabilitation 
area. 


Credits 

Client: Fine Associates, Inc. Edina, 
Minnesota and B. W. and Leo Harris 
Company, Minneapolis, Minnesota 

Architect: Frederick Bentz/Milo 
Thompson © Associates, Inc., 
Minneapolis 

Structural Engineer: Fowler Hanley, Inc 

Landscape Architect: Robert Engstrom 
Associates, Inc 

General Contractor: Kraus Anderson 

Building Company 
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Ramsey County Juvenile 


° 

Service Center 

The Leonard Parker Associates, Inc. 
With A joint venture team of Parker Klein/Walker McGough 
This is an adaptive reuse of a 50- L. 
year old county social services 
building to a downtown Saint Paul 
center for juvenile offenders 
Although the building expresses its 
purpose and function, it does so 
subtly, creating a basically non- 
institutional impression. 

Ramsey County Juvenile Service 
Center consists of three major, 
closely related components: a 
community resource center: juvenile 
courts and court services; and 
detention residence and support 
facilities. The existing building 
houses the community resource 
center and court facilities. The new 
addition houses detention living and 
its support functions. A skylight 
‘*zipper’’ connects the two buildings. 
forming a high ceiling entry hall 

The entire building, including public 
lobby, can be secured during off- 
hours, yet the public has access to 
detention waiting on a 24-hour basis 


Jury Comments: A challenging 
opportunity to combine and 
rehabilitate an existing structure with 
additional new space is achieved in 
an appropriately straightforward 
manner, effectively addressing the 
urban site and admirably resolving 
the scale transition from the housing 
wing to the larger administrative 
spaces. 


Credits 


Client: Ramsey County Courthouse, Saint 
Paul, Minnesota 

Architect: The Leonard Parker 
Associates, Inc., Minneapolis, and joint 
venture of Parker/Klein/Walker/Mc- 
Gough 

Mechanical & Electrical Consultants 
Ericksen, Ellison & Associates 

Structural Consultants: Walker, 
McGough, Flotz, Lyerla, Spokane 

Acoustics Consultants: Bolt Beranek 
Newman 

Interior Design: Wheeler-Hildebrandt 
Design Inc. 

General Contractor: Knutson 
Construction Company 

Photographer: Shin Koyama 
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Science Museum of 


Minnesota 


Hammel Green and Abrahamson, Inc. 


Consideration for its urban context 
was one of the most important design 
requirements of the new Science 
Museum. Because it is the first 
project undertaken as part of a multi- 
use complex (comprising a medical 
office building, parking ramp and 
high-rise apartment), it was 
necessary that the architect consult 
with the other designers to establish 
unifying concepts and guidelines for 
the successful integration of all four 
structures. In addition to being part 
of this complex, it is also located 
across the street from the Saint Paul 
Arts and Sciences Center. Vibrant 
colors give life to the entrances and 
the theater form. 


Three levels of open, flexible exhibit 
areas are large enough to 
accommodate the expanding space 
needs of the museum. These are 
visible from the open three story 
lobby. The Omnitheater, which has 
brought renewed activity to the area 
with its showings of 70-millimeter 
**space theater” extravaganzas like 
To Fly, Ocean and Atmos, is a 
circular dome within a partial 
cylinder. Although scientific 
exhibitions are the literal function of 
the museum, the motion of science 
on display is also translated into the 
design, from the exposed mechanical 
ductwork to the computerized 
equipment in the projection room, 
which is on view to people lining up 
for Omnitheater showings. 


Jury Comments: This project deals 
with a number of difficult urban 
problems. The jury was pleased to 
find a science museum given a 
downtown site, rather than dismissed 
to suburbia. Second, the building 
massing is well related to the 
adjacent structures. The building is 
an integral part of a multi-use 
complex incorporating parking, 
commercial, residential, and medical 
offices. All of them share a retail 
galleria. The interior open spaces are 
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interesting and lively and handle the 
movement of crowds well. The 
project is a result of an uncommon 
joint effort involving public, quasi- 
public, and private entities. 


Credits 


Client: Science Museum of Minnesota, 
Saint Paul, Minnesota 
Architects/Engineers/Planners/Interior 
Designers: Hammel Green & 
Abrahamson, Inc., Saint Paul 

Partner in Charge: Bruce Abrahamson, 
FAIA 

Project Architect: Juan Stoleson, AIA 
Director of Interiors: Kenneth A 
LeDoux, AIA, ASID 

Structural Engineers: Johnston/Stahiman 
General Contractor: Bor-Son 
Construction, Inc 

Consultants: Paul Marantz, Lighting; W. 
Michael Sullivan, Space Theater; Russell 
Johnson, Acoustics; Purcell & Noppe, 
Sound System 


Lobby interior 
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The biggest problem with this 
pseudo-Gothic Catholic Church was 
that its interior plan lacked the sense 
of community necessary for worship. 
Built in the 1850s and located on a 
busy street in a designated historic 
district, the Church of Saint Peter 
also lacked exterior space for social 
encounter. 


To improve the situation, it was 
necessary to reorganize the space by 
developing a gathering place for 
social encounter. To achieve this, the 
church entrance was reversed and the 
sanctuary was moved from the west 
to the north wall. The pews were 
organized in blocks around the 
sanctuary to allow for visual 
encounter among the congregation. 
In the new plan, the existing 
entrance is closed off and a new 
entrance is created as an exterior 
forecourt to the commons. 


‘The commons provides space large 
enough for a narthex and baptistry 
and related social functions. There is 
also one point of entry which offers 
better control to the rectory and 
unifies the buildings into one 
complex. 


In the first phase of the renovation, 
the interior (walls and structure) was 
sandblasted, with the structure left 
natural and the walls painted a putty 
color. An effort was made to save 
the best of the old carvings and to 
reuse them as rich accents within the 
nave. The carved reredos wall and 
wainscoting were reused in the 
Eucharistic chapel as wall material. 
The tabernacle was constructed from 
the rich Gothic wood detailing and 
then gold leafed. The new altar is of 
tich green Lake Placid granite. 


Jury Comments: The jury was 
struck by the results of an extensive 
interior renovation. The completed 
Spaces are simple, serene and calm. 
The jury had some reservations in 
that the renovation removed all traces 
of an existing 1850's pseudo-Gothic 
interior. However, given the 
programmatic requirements of 


Church of Saint Peter 


Hammel Green and Abrahamson, Inc. 


Longitudinal section 


response to the reform liturgy, the 
pleasing results and the suggestion of 
enhanced entry indicated in the plan, 
the decision to award was 

unanimous. 


Credits 


Client: Church of Saint Peter, Saratoga 
Springs, New York 

Architects: Hammel Green & 
Abrahamson, Inc. and Frank 
Kacmarcik, Saint Paul 

Design Team: Theodore Butler, AIA: and 
Frank Kacmarcik 

Structural Engineering: Eckerlin, 
Klepper, Hahn & Hyatt 

General Contractor: Northern Dean 
Incorporated 

Photography: Theodore Butler & Curtis 
Green 


Transverse section 


Architecture Minnesota/Dec. 1980 


33 


Honeywell Plaza 


Hammel Green and Abrahamson, Inc. 


The Honeywell Corporation had 
outgrown its headquarters in an 
architectural hodge-podge of 
buildings, the oldest of which was 
built in 1912. The company wanted 
to expand upon the existing facility 
and to create a more contemporary 
image for themselves. Besides the 
materials and forms of the existing 
buildings, the architects had to 
consider the site, which includes a 
decaying residential area to the east 
and a major freeway leaving 
downtown just to the north. They 
also had to allow for further 
expansion of the ‘‘urban campus.” 


The resulting design is a series of 
stepped forms of brick and glass 
which recall the scale of the original 
buildings. Its composition is intended 
to look as attractive from the freeway 
as it does from the surrounding 
streets. A solar screen of dark grey 
glass in bronze anodized aluminum 
frames is attached to its west and 
south facades. This element is 
extended around the existing 
buildings to unify the entire 
complex. A landscaped public park 
ties together the disparate 
architectural elements and serves as 
the main entrance to the complex 
Future expansion will continue 
around the park, using the forms and 
materials established there. Economic 
and durable concrete structures with 
masonry and glass surfaces recognize 
the old and unite them in a new 
expression. 


Jury Comments: A complex of 
existing structures of varied ages and 
architectural virtues was combined 
with new buildings to produce a 
result of convincing coherence. 
Particularly notable was the choice of 
the simple and appropriate secondary 
architectural elements—sun shades, 
window frames, etc.—to visually Me 
unite the disparate architecture. This Credits 

is an agreeable alternative to the Client: Honeywell Corporation 
more usual response of sheathing Minneapolis, Minnesota 
older buildings in a new dress. The Architect: Hammel Green & 
industrial ethic of the heavy black Abrahamson, Inc., Saint Paul 


steel brackets and other such Partner-in-Charge: Curtis Green, AIA 

recollections seems particularly Project Designer: Richard Brownlee 

appropriate in this case. The Project Architect: C. Michael 

accidental massing of the existing Neimeyer, AIA 

structures is skillfully balanced by Engineer, Ellerbe Associates, Inc 
FNEQUIES з = H € General Contractor: Bor-Son 

the new building, and the site 


Н Ą Construction, Inc. 
landscaping is admirable Landscape Architect: M. Paul Friedberg 


& Associates 
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Piya Wiconi 


THE Hodne/Stageberg 
PARTNERS, Inc. 


Piya Wiconi is a dramatic image in 
the beautiful rolling hills of the Pine 
Ridge Reservation, just south of the 
South Dakota Bad Lands. 


Piya Wiconi (a Sioux word meaning 
“rebirth and new life’) was intended 
as a major architectural and spiritual 
statement encompassing the breadth 
of the Sioux life and religion. 
Planned to be the first facility of a 
new tribal village, the architecture 
of the complex uses the natural life 
forces of the earth in a symbolic and 
ritualistic geometry. The major axis 
(organization element) for Piya 
Wiconi is a water canal which is 
oriented towards the sacred *'Indian 
east summer solstice sunrise.” The 
structural grid of the building uses 16 
points of the Indian teepee. The 
images of the building contrast 
greatly from north and south of the 
summer solstice axis. The graphic 
image on the south banner wall is of 
a reclining eagle with water pouring 
from the eye into the water canal, 
while the image of the north is a 
subtle recall of the natural buttes of 
that area. The two sides of the 
building differ greatly. It has even 
been observed. only half-jokingly, 
that the rather restrained and subtle 
north side was designed for the white 
man while the south-facing imagery 
was designed for the Indian. 


Jury Comments: This building is 
beautifully sited and is treated as a 
sculptured form in the landscape, 
which in this case is appropriate. The 
imagery is apparently derived from 
tribal art and is an integral part of 
this strong, convincing architectural 
statement. 


Client: Oglala Sioux Tribe, Pine Ridge 
Reservation, South Dakota 

Architect: THE Hodne/Stageberg 
PARTNERS, Inc., Minneapolis 

Structural Consultants: Bakke/Kopp 
Ballou & McFarlin, Inc 

Mechanical/Electrical Consultants: 
Ericksen, Ellison & Associates 

General Contractor: Henry Н. Hackett & 
Son 

Photography: Norm McGrath 
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E-W SECTION NORTH 


о Hd 


Airport Maintenance 
Facility 


Ellerbe Associates, Inc. 


Ellerbe Associates’ design for this 

aircraft maintenance facility proves 

that the budget and function of a 

building need not hopelessly restrict 

its design. This building’s function is 

quite specific: to provide a place 

where C310 aircraft can be housed, 

| washed, and repaired. Its low budget 
necessitated conventional building 
materials with low initial, 
maintenance, and life cycle costs. 
The resulting structure uses a circular 

x box arch to closely encompass the 

| 

| 


minimum clearance envelope for the 
aircraft. It also provides satisfactory 
operation of the 16 foot wide major 
door and overhead tail door. A low 
mass was integrated with the main 
volume that houses the aircraft to 
provide office, tool storage and 
mechanical equipment space. | 


| Overall, the facility has a clean, 

| contemporary look that complements 
the surrounding structures, while 
maintaining its own distinct design 
integrity. 


Jury Comments: An agreeably 
straightforward architectural response 
to a building requirement all too 
often left to the package builders or 
the engineers. The building 
elements—reduced to the 
essentials—are thoughtfully 
composed with the subtle 

introduction of color presenting a 
pleasing contrast to the usual milieu 
of ancillary airport buildings. 


Axonometric Drawing 


Credits 


Contracting Officer Representative: 
Captain Lewis F. Wolf 

Architect and Engineer: Ellerbe 
Associates, Inc., Bloomington 

General Contractor: Adolfson and 
Peterson, Inc. 

Photographer: Shin Koyama 
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Midshipmen’s Sports and 


Recreation Center 


Ellerbe Associates, Inc. 


Restored facade 


Ground Floor Plan 


Built just before 1900, Dahlgren Hall 
was an old drill hall located on the 
historic United States Naval 
Academy campus. Its outstanding 
characteristics—the architectural 
detailing and the generous open 
space—were to be retained in the 
renovation to a Midshipmens' Sports 
and Recreation Center. 


The hall now accommodates a 
student center, sports center, a place 
for receiving guests, meeting rooms 
for clubs and organizations, food 
services, lockers, lounges and 
offices. In order to include all these 
elements without sacrificing the 
original design intent, the greatest 
share of the activities were located in 
the towers at either end of the 
building. The large area needed for 
receptions and restaurant was gained 
by extending the gallery a short 
distance into the arena. A portion of 
the restaurant seating is on a raised 
platform adjacent to the ice rink. The 
only mod tions to the exterior 
(and most of the interior) were 
cleaning, repairs, and enhancement 
of the original design through the use 
of color, textures, and lighting. The 
addition to house the ice rink 
mechanical equipment and storage 
was built to match the heavily 
rusticated exterior. 


Jury Comments: This handsome 
transplanted provincial French/ 
Belgian train station now serves the 
academy as a sports and recreation 
center. The transformation is 
achieved at no expense to the 
charming original building. The 
architect and client are to be 
applauded for their gentle and 
thoughtful handling of the 
circumstances. 


Credits 


Client: Chesapeake Division of the Naval 
Facilities Engineering Command, 
Washington, D.C 

Architect and Engineer: Ellerbe 
Associates, Inc., Bloomington 

General Contractor: Stauffer 
Construction Company, Inc. 

Photography: Shin Koyama 
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Special Awards 


Each year the Minnesota Society Donald J. Heffernan, 
American Institute of Architects 


presents Special Awards to selected Attorney 

individuals or organizations who for selfless legal efforts to preserve 
have distinguished themselves by our architectural heritage 

their extraordinary contribution to the 

enhancement of the physical 

environment and the quality of life in 

the State of Minnesota. 


The ideals of the architectural 
profession are often advanced by 
those outside the profession who by 
courage, determination, vision and 
dedication have shown a high level 
of sensitivity to the social and 
physical needs of the community 


In 1980 the following individuals and 

organizations were honored. 
Shin Koyama, 
Photographer 
for dedicated and continued 
excellence in architectural 
photography. 


Mayor George Latimer 
for exemplary civic leadership in the 
physical and energy revitalization of 
Saint Paul 
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ірін shelter Saturday | 


Minneapolis Тропе чена Фе 


j 


НЕ See 
` АУ FE 


Scheming, dreaming 
of architects shown 
at ‘City Segments’ 


A look 
at architecture 


PR sam go 
awry in city’s 
home-loan plan 


т>» 


John S. Myers, 


Educator 

for his commitment to architectural 
education and to acknowledge his 
part in the success and reputation 
that the design program at the 
University of Minnesota School of 
Architecture has achieved. 


The Minneapolis 
Tribune 

Charles Bailey, Editor 
for its continued and expanding 
efforts to increase public 
understanding and awareness of 
architecture and the built 
environment. 
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SWIFT & CO. BREAKFAST STRIP PLANT 
KANSAS CITY, KANSAS 


ARCHITECT — 

ENGINEER: 
GLOBE 
ENGINEERING 
CHICAGO, ILL. 


—— сан сан 


ene | ¿n 
LISLE, ILL. | | uM T 4 "ғалы 


JOB DISTANCE: 380 MILES 
BUILDING SIZE: 110,000 50. FT. 


SCOPE: COMPLETE PRECAST CONCRETE 
SHELL STRUCTURE 
CONSTRUCTION PROCEDURE: FAST-TRACK 
CONSTRUCTION TIME: 180 CALENDAR DAYS FROM 
START OF SHOP DRAWINGS TO 
COMPLETION OF PRECAST ERECTION. 


WELLS 
CONCRETE_ PRODUCTS COMPANY 


Box 37, Wells, MN 56097 Phone 507 553-3138 
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ROOKG 


hristmas at the 
rchitectural Center 


js a cold and snowy night . hop 
to our Checker Taxi, fill it to the 
im with warm cheer and you’re home 
ее (almost). Checker Taxi Teapot 
50.00) with Checker Taxi mugs (4.95 
ach or 19.80 for a set of four.) 


oe 


While you're cozy, settle down with 
merican Country, A Style and 
ource Book (30.00). Packed with 
Heas for your house or winter retreat, 
is book will evoke images of the past, 
a delightful picture of the warmth, 
lonvenience and pleasure of country 
ving adapted to modern life. 


DK, you're relaxed and drowsy and 

. it’s April 1, 1989. News of the 
purchase of the Empire State Building 
ру “СКІР”, the Greater Riyadh In- 
ptitute of Petroleum, has shocked you 
pack to an altered reality. Prince Ali 


Building dismantled, with all due re- 
Брест to its historic value, and shipped 
о the Arabian Desert where it will be 
e-erected. Read about it in Unbuild- 
ing, (9.95) a new tale of the future from 
David Macaulay. While you're buzzing 


around in the future, take a giant step | 


back into the past for your kids’ Christ- 
mas needs. A Day in the Zoo (8.95), 
a reproduction of a Victorian pop-up 
book, is sure to cause delight and ex- 
citement. 


о оо 


Smith will have the Empire State | 


Since you've obviously lost track of 
time, you will need several calendars 
to steer you back onto the right track. 
The 1981 Designers Calendar Plan- 
ner (4.95 or 5.95 in a tube ready for 
mailing), produced by MSAIA, high- 
lights the dates of the 1981 AIA Na- 
tional Convention, to be held in the 
Twin Cities, and the 1981 dates for the 
MSAIA Convention in October. In- 
tergraph Architects and Designers 
Diary 1981 (13.95) is guaranteed to 


keep you on time and organized for at 
least a year. Keep a pad of Calendar 
Planner Worksheets (5.95) by your 
desk for charting the progress of your 
project. 


You must be exhausted from your trav- 
els. We suggest you try a Christmas 
bedtime story, Sun Moon Star (12.95) 
with illustrations first done by Ivan 
Chermayeff, and a text by Kurt Von- 
negut which was added to the illustra- 


FDA 


ou are cordially 
invited to visit Fantasia... 


The most unusual and complete designer showcase of 
bathroom and kitchen fixtures, accessories and decorative 
tiles ever exhibited in the Upper Midwest. 

This exciting permanent exhibition of 30 model rooms 
features the greatest international and American designer 
names* in kitchen and bathroom fixtures (many with match- 


ing wallpapers). 


But there is more to see... 

Hundreds of imported tiles, superb custom cabinets and 
dramatic fireplaces . . . all available by order. 

These creative vignettes have been set up by an ASID 
interior designer to make it easier for you as architect, interior 
designer, or builder to make all your choices in a one-stop 


showroom. 


This showplace is also geared to the home owner, condo- 
minium or apartment dweller who wants the finest, and who 
may visit, accompanied by a professional, to choose bath or 


kitchen decor... 
Isn't that Fantastic? 
No, that’s Fantasia 


Don’t make a move without us! We’re at Highway 7, just 
off 36th Street in St. Louis Park. 


"Includes: Sherle Wagner e Phylrich Intl. e Hastings — ІІ Bagno е American Standard e Pearl Bath 


6215 W. 36TH ST., ST. LOUIS PARK, ММ 55416 € (612) 929-1299 


Architecture Minnesota/Dec. 1980 45 


PAINTING 
AND 

/ DECORATING 
(CONTRACTORS 


° 
М AMERICA 


the professionals 
merit this seal 


EACH PDCA CONTRACTOR 
Employs only skilled journeymen 
Complies with safety regulations 
Is bonded and insured 


Uses best quality materials 


Painting and Decorating Contractors of America 
MINNESOTA COUNCIL (612) 483-1125 


Master control panel at Salt Creek Sewage Treatment Plant 


Ramier Complex electronic control systems—as small as 


= medical monitoring units—as average as printing 
Electrical р presses—as large as million gallon per hour 
Construction Co. treatment plants—installed, ‘bug’ free. 
(612) 870-4462 
115 EAST GRANT STREET * MINNEAPOLIS, MINNESOTA 55403 
AURORA + CHICAGO > SANJUAN, PUERTO RICO 
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Kurt Vonnegut & Ivan Chermayeff 


tions without consultation 


Now, start your calendar a few weeks 
before Christmas and be sure to visit 
the Architectural Center for books, 
Christmas cards and ornaments, as- 
sorted stocking stuffers and much more. 
Remember, members of the MSAIA 
and Friends of Architecture receive a 
10% discount on all purchases, We can 
ship your orders for Christmas arrival 
if orders are placed by December 8th. 
If you can’t possibly make up your 
mind, gift certificates are available. 


Call us at 227-0761 or stop by and 
browse 
Susan Davis 


ARCHITECTS ... 
DESIGNERS ... 
CONTRACTORS ... 
BUILDING OWNERS ... 


When you need a Folding Door 
or Operable Wall . . . we can help 
you with: 


DESIGN AND LAY-OUT 
PRODUCT SELECTION 
SOUND CONTROL 
SPECIFICATIONS 
COST ESTIMATES 
INSTALLATION 


mahin 


INCORPORATED 
walz 


P.O. BOX 1379 14324 STEWART LN. 
MINNETONKA, MN 55343 
PHONE: 935-7759 
DISTRIBUTORS OF: 


MODERNFOLD 


ed С. Anderson, Inc., specialists 
wall covering, fine fabric, and paint, 
cently moved into a spacious new 
adquarters building at 5825 Excel- 
or Blvd., Minneapolis. The new 
ucture was designed with special 
ention to customer service needs, 
d houses all of the Fred С. Anderson 
rporate offices, contract division 
owrooms, complete warehousing and 
stribution facilities, and an exciting 
allcovering and decorating studio. 
nderson's design staff worked in con- 
nction with Rauenhorst Corporation 
chitects and engineers to create the 
ilding. A new feature of the paint 
nter is Auto Tint, a micro-processor- 
bntrolled colorant dispenser that en- 
les custom color-mixing more eas- 
» quickly, and accurately than be- 
re. Fred G. Anderson has three other 
tail stores in Roseville, Southtown, 
па 50th and Washburn in South Min- 
Papolis. The new headquarters tele- 
one: 612/927-1800. 


ith energy conservation an increas- 
gly important issue, two new com- 
terized systems developed by EMSI, 
c. are of special interest in industrial 
hd institutional settings. The EM-800 
s eight programmable channels that 
n be used to automatically control 
any given time the flow of power 
any number of energy-consuming 
vices located in various parts of a 
ilding. The EM-1000, developed for 
se in hotels by people in the hotel 
siness, saves energy two ways. First, 
enables the user to control the total 
ergy consumed. Second, it cycles 
ower demand from various energy 
urces so that peak demand levels are 
duced. The system, centrally con- 
olled from a keyboard and video 
reen, enables the user to override 
bom thermostats and turn off the flow 
f power to rooms for 71/, to 15 min- 
es every hour. In addition to energy 
ost reduction of 2096-3096, the EM- 
00 saves money because its signal 
sent by the building's existing elec- 
ical wiring system so that there is no 
ard wiring expense. For more infor- 
ation about the systems, contact: 
MSI, Inc., 7417 Bush Lake Road, 
dina, MN 55435, Attention: Jerome 
fasik, Howard Heine, Robert Swan- 
on, (612) 831-5354 


Fred G. Anderson Headquarters, Minneapolis 


8 floors of patient rooms 
(400 beds in all), lounges, lobbies 
draped for cheer and variety. 


Quality that could stand up to heavy 
use and stay beautiful — this was a 
housekeeping must for renewing 
draperies and curtains through 
Fairview-Southdale Hospital. 

Metro Draperies phased work 
around the bustling activity of a major 
medical center...minimum of inter- 
ference with the in and out flow of pa- 
tients. Scheduling closely with a 
room-by-room, floor-by-floor rede- 
corating program. Working unobtru- 
sively — there are no “after-hours” at 
Fairview. 

Important public areas like 


cafeterias, lounges, expansive main 
lobby, even administrative offices, 
called for an exciting mix of designer 
fabrics, custom fits. Same goes for 
each patient’s “window on the world” 
and privacy curtains in multi-bed 
rooms. 3 

Fairview-Southdale is more beauti- 
ful than ever...because Metro’s dedi- 
cated people also cared. 

Put them to work on your next 
drapery job. Beautiful results — big 
Projects or small — are a welcome 
challenge to the commercial drapery 
people at Metro Draperies. 


Metro Draperies, Inc. 


па Avenue, Minneapolis, MN 55408 


Phone: 822-6000, Gordon Nelson 
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LET US 
BUTCHER YOUR 
AMENITIES 
PROGRAM 


Were the Twin t Butcher 
Block and laminate ds manu 
facturer And we got that way executing 
Amenities Programs on time and on the 
money without sacrificing one iota of 
quality 

Mractors know th 
1 to th 
ing D 
аге no strangers to us You name il 
done 
Benc 
Waste Recep 5 Hand Rails 

Tops. Conference Tables Work 

Hardwood laminations inany form 
Wood Goods 15 all custom made all 
custom quality 

Nobody can Butcher an Amenities 
Program like us the Вис Block 
specialits 


If you ve got something 
on the boards for our boards 
call us today tor a quote 


929-0565 
goods Inc. 


4301 South Upton 
Minneapolis, 
Minnesota 55410 
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Left to right: Jim Cramer, Michele Lau, Rob Hunegs (Lowy Enterprises), Bob 


Advertising Agency), Bernard Jacob 


1980 Publisher’s Design Awards 


The second annual Publisher’s Design 
Awards Breakfast was held October 
3rd at L'hotel de France as part of the 
46th Annual MSAIA Convention. The 
awards were presented to representa- 
tives of 15 companies and their ad 
agencies for their excellent advertising 
in Architecture Minnesota. A commit- 
tee of architects judged and selected 
outstanding ads in various size cate- 
gories on the basis of design excellence 
and product information. Edward So- 
vik, FAIA, Chairman of the Architec- 
ture Minnesota Committee, spoke to 
the group about the magazine’s growth 
and development and expressed the 
Society’s appreciation for the advertis- 
ers’ continued support of Architecture 


Minnesota. In addition, James Cramer, 
publisher, and Bernard Jacob, AIA, 


editor, presented a special award to St 

Croix Press in appreciation for their 
excellent service and quality of print- 
ing. The 15 award winners are: Full 
Page, four color series- Kohler Com- 
pany; full page, black and white series- 
Pella Products; full page, four color 
(Feb.) The J.B. Larson Associates; full 
page, four color (June) General Office 
Products Company; full page, four 
color (August) Photographic Special- 
ties Inc.; full page, four color (Octo- 
ber) Lowy Enterprises Inc.; full page, 
two color (August) Forms and Sur- 
faces; full page, two color (October) 
Contemporary Design; Уз page, black 
& white (August) Snow-Larson Inc.: 
уз page, two color (February) Bradford 
& Associates; / page, black & white 


Volden, (Hosh 


(June) Landesign, Inc.; Уз pa 
& white (October) Artsign Materials 
Inc.; V6 page, black & white (October 
H.A.Rogers Company; Ve page, black 
& white (Dec. '79) Mills Gallery 


1980 Convention Exhibit Booth 
Awards 


Fifteen awards were presented to th 
most outstanding exhibit booths at th 
46th Annual MSAIA Convention an 
Upper Midwest Design Exhibition hel 
at the Radisson South Hotel, Bloom 
ington, MN. October 1-3, 1980. 14 
companies displayed their products i 
164 exhibit booths over the three da 
convention which was attended by ar 
chitects, specifiers, interior designers 
landscape architects, contractors, en 
gineers and developers. A committe: 
of architects judged and selected th 
booths on the basis of excellent desig 
and effective product presentation] 
Bronze plaques with the conventio 
theme, Design for the Decade, and en| 
graved with the winner’s name, werg 
awarded to the following companies 
Empirehouse, Inc. (Best Exhibit); Аг 
chitectural Surfaces (Best New 
hibit); General Office Products Сот 
pany; Business Furniture, Inc.; Gen 
Smiley, Inc.; Hirshfield's; 
graphic Specialties, Inc.; S 
Wood Corporation; Minnesota Ti 

Supply: Vincent Brass & Aluminum 
Snow-Larson, Inc.; Duratherm Win 
dow Corporation; Larsen Sign Sys 
tems; Artsign Materials, Inc: Capau 
Ceilings, Division of Acoustiflex Cor 
poration. 


rchitecture 
innesota 
umulative Index 


dex by Title 


Architecture and Health Care.” 
right, Bruce N., Vol 6 No 3 (June 
80) pp. 52-4 


Avoiding Cultural Confusion in the 
win Cities.’ Henricksson, Lisa, Vol 
No 3 (June 1980) pp. 14—6 


BEPS and Beyond." Pfister, Peter, 
ol 6 No 5 (October 1980) p. 23 


Cape Cod Cottage and Earth Shel- 
red: A Comparison." Barnard, John 
„Jr. Vol 6 No 2 (April 1980) 
. 49-50 


City Segments" (Review). Foster, 
ouglas, Vol 6 No 4 (August 1980) 
- 68-70 


Connective Architecture and the Sys- 
ms Арргоасһ.”” Harkins, Arthur, 
ol 6 No 5 (October 1980) pp. 48-51 


Consolidations of Hospitals." Gre- 
oret, Oleg, Vol 6 No 3 (June 1980) 
p. 66-9 


Deciding to Build an Earth Sheltered 
оте.” Tingerthal, Mary, Vol 6 No 
(April 1980) pp. 36-8 


Design Development is the First Re- 
hodeling," Balhorn, Alan C. Vol 6 
o 3 (June 1980) pp. 72-3 


"Design for Sports, Health and Rec- 
ation. ™ Vol 6 No 4 (August, 1980) 
p. 35-8 


“15 Earth Sheltered Housing Entering 
е Mainstream.” Rollwagen, Mary, 
ol 6 No 2 (April 1980) рр. 29-30 


‘Earth Sheltered Housing, Two Case 
tudies."" Ellison, Tom & Carmody, 
ohn, Vol 6 No 2 (April 1980) pp. 42-4 


‘Frequently Asked Questions on Earth 
heltered Housing.*’ Vol 6 No 2 (April 
980) pp. 31-5 


“Gardens.” Armajani, Siah, Vol 6 No 
(August 1980) p. 43 


‘Health Care Costs." Lammers, James 
- Vol 6 No 3 (June 1980) рр. 78-9 


“Hennepin County Medical Center: 
Four Years Later.’’ Glotter, Joel; Mat- 
tison Thomas; Richards, Charles, Vol 
6 No 3 (June 1980) pp. 60-5 


"Historic Red Wing. `` Mooney, Rob- 
ert Т. Vol 6 No 2 (April 1980) pp. 57-8 


“Тһе Hospice as a House of Rest.” 
Broberg, Wallace M. Vol 6 No 3 (June 
1980) pp. 80-1 


"Hospital Language Spoken Неге.” 
Anderson, John, Vol 6 No 3 (June 
1980) pp. 70-1 


“Investigating Soils." Anderson, 
Brent, Vol 6 No 2 (April 1980) 
pp. 42-4 


"Jerry Bailey: Landscape Architect.” 
Schuneman-Piper, Cynthia, Vol 6 No 
4, (August 1980) рр. 48-9 


Granite. 


The beauty touch 
that needs no touching up. 


First International Building, Dallas, Texas 
Architect: Harwood K. Smith and H.O.K., Dallas, Texas 


R Photo courtesy Form & Function Magazine. 
Гү Maintenance-free core walls stay as Беаи- 
=. | || | 4 tiful in high traffic areas as the day they 
E f 


go up. A beautiful way to accent, to add 
texture, to maintain value. Choose from 
twenty granite colors, seven finishes. All 
for the beauty touch that needs no touch- 
ing up. 
For more information, and a packet of full 
color literature illustrating Cold Spring 
Granite products in use, call toll free 
| 800-328-7038. In Minnesota call (612) 685- 
3621, or write to the address below. 


Cold Spring 
Granite Company, 
Dept. F 

202 South 3rd Avenue, 
Cold Spring, MN 56320 
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We never said crushed rock 
always makes the best base. 


We'll have to concede. Shiely 
crushed rock won't make a very 
good baseball base. 

But that’s a rare exception. 
When it makes up the base for 
things like roadbeds, airport 
runways, parking lots and 
driveways, it slides in a winner 
every time. 

The angular shape of crushed 
rock makes it lock together for 
excellent stability. It’s easy to 
place, keeping compaction costs at 
a minimum. It’s a homogeneous 
material that maintains gradation 
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consistency. 
And crushed 
rock is non-plastic, 

which means it drains 

well and maintains 

serviceability under wet 
conditions. 

There’s a full line of quality 
Shiely crushed rock available 
which can be engincered to meet 
any application. Base thickness 
requirements are far less than for 
sand and gravel. And its “product 
in place” long term service record 
is excellent. 


With the above exception 
Shiely crushed rock makes the 
best base around. Call us. We'll 
tell you more about it. 


JL SHIELY CO. 


Quality Commercial 
Aggregates/Ready Mixed Concrete 
1101 Snelling Avenue North, 

St. Paul, MN 55108 
Phone (612) 646-8601 


‘Joint Effort Produces Energy Efficient 
ouse Designs." Edwins, Steve, Vol 
No 6 (December 1980) pp. 19—21 


“А Last Chance for Les Halles.” Met- 
ler, Joseph, Vol 6 No 5 (October 
980) pp. 45-7 


‘Loring Greenway: Another Urban 
nnovation.”’ Friedberg, M. Paul, Vol 
No 5 (October 1980) pp. 60—3 


‘Loring Park: A Neighborhood in 
ransition.’’ Wright, Bruce М. Vol 6 
o 4 (August 1980) pp. 52-5 


''MHFA Earth Sheltered Demonstra- 
ion Housing Program: Seven Case 
tudies.’’ Tingerthal, Mary, Vol 6 No 
(April 1980) pp. 45-8 


| Minnesota Interstate Rest Area Sys- 
em." Morphew, Carol, Vol 6 No 4 
August 1980) pp. 25—30 


""Minnesota's Winter Landscape.” Ray, 
len, Vol 6 No 4 (August 1980) 
рр. 39-42 


“Мовһе Safdie’s Garden of Eden at 
Азреп.”” Tryon, Rosamond, Vol 6 No 
5 (October 1980) рр. 78-9 


"Picasso's Picassos at Walker Art 
Center." (Review) Horty, Mary He- 
len, Vol 6 No 3 (June 1980) pp. 93-4 


"Planning а New Town: Jonathan.” 
Cunningham, Ben H., Vol 6 No 5 
(October 1980) pp. 57—9 


"Preservation and Reuse in the Twin 
Cities." Dunwiddie, Foster W., Vol 
6 No 3, pp. 18—21 


“Кеа River Valley Heritage Interpre- 
tive Center." Graves, Michael, Vol 6 
No 5 (October 1980) pp. 64—5 


"Review of the Irish Row House Case, 
Red Wing." Heffernan, Donald J., 
Vol 6 No 2 (April 1980) pp. 59—61 


“Тһе Romantic Landscape and Twin 
Cities Residence Parks.” Zellie, Car- 
ole, Vol 6 No 1 (February 1980) 
pp. 38-9 


"Safety and Humanity Inside the Hos- 
pital." Higgins, Patrick T.; Garry, 
Vincent; O'Loughlin, Susan, Vol 6 No 
3 (June 1980) pp. 56-9 


"Saint Paul's Lowertown: A Civic 
Commitment.’’ Feders, Modris, Vol 6 
No 5 (October 1980) pp. 85-7 


MUTSCHLER 


BY LOUIS ANGELIKIS ALLA 


"Saving Energy in a Suburban Park." 
Johnson, Peter, Vol 6 No 4 (August 
1980) p. 75 


"Statute of Repose a High Priority for 
Minnesota," Cramer, James P. & Her- 
man, John, Vol 6 No 1 (February 
1980) p. 38 


"Systems Drafting, Creative Repro- 
graphics for Architects and Engi- 
neers.” (Review of book by Fred Stitt) 
Jilk, Bruce A., Vol 6 No 5 (October 
1980) pp. 89-91 


“Trails: Environmental Symphonies 
for the Senses."' Dustrude, James, Vol 
6 No 4 (August 1980) pp. 46-7 


“Urban Planning and Design on a 
Neighborhood Scale," McNamara, 
John Vol 6 No 5 (October 1980) 
pp. 52-6 


‘Vinland National Center." Thor- 
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SEND FOR YOUR 1981 DESIGNERS PLANNER CALENDAR NOW 
To order your calendar by mail, clip this coupon and send it with payment 
to 

The Architectural Center MSAIA 

402 N W. Skyway Виа 

St. Paul, MN 55101 

(612) 227-0761 
Please send me calendar(s) at 52 95 each (less 10% discount to 


MSAIA members) plus $1.00 postage handling and 4% MN tax where appli- 
cable 


NAME (please print) 


STREET. ЯЯ PO BOX | 


CITY STATE 
Total due $ 


( ) Payment enclosed 
( ) Please charge my VISA Card # Expiration Date 


( ) Please charge my MASTERCARD ғ Expiration Date 
Signature 


The ARCHITECTURAL CENTER is a book selling and information service 
of the MINNESOTA SOCIETY AMERICAN INSTITUTE OF ARCHITECTS 
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The Magic-Door People 
help you do things right 


e operators and controls 

e parking systems 

e automatic entrances for the 
handicapped 

ө special applications 


Contact your Stanley 
Magic-Door Distributor: 


Robert Harnan 
Magic Entrances 
1925 Oakcrest Ave. 
Roseville, MN 55113 
612/633-0013 


Dependable by 


252%.  RICHFELT 


ASPHALT ROOFING PAPER 


Richfelt asphalt-saturated organic felt is désign- 
Oriented to architects’ specifications. Dailylab testing 
assures ASTM quality in addition to independent 
laboratorytests at specified intervals. Identical 
uniformity with either plain or perforated. 


Let us quote оп any grade of-ox/dizec 
asphalt, too. Call collect in Minnesota 
612/894-8000— 

Out of State 800-328-2711. 


RICHARDS ROOFING COMPANY 
a RICHARDS company 
Port Richards е Savage, Mn. 55378 


INDUSTRIAL AND HIGHWAY ASPHALTS 


"don't lose it... LEAF IT" at 
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'STOCKER 8! spade, transplants * 7/14" cal. 


85 inch dia. ball, now available for work 
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MINNESOTA 
RETAINAGE 
LAW 
AMENDED 


Effective on and after July 1, 1980, retainage provisions of public contracts entered 


into by the State of Minnesota or any of its political subdivisions are amended 
as follows: 


An amount not to exceed 5% of the value of the contract may be retained. 
Such retainage may be reduced or eliminated if work progresses satisfactorily. 


Contractor may deposit certain securities with the public contracting agency, 
or in a bank or trust company, in lieu of cash retainage. 


Interest on the securities shall be paid to the contractor as it accrues. 


THE PIPING INDUSTRY BELIEVES THE PROVISIONS OF THIS 
AMENDMENT TO PUBLIC LAW HAVE MERIT, AND CAN SERVE AS A 
MODEL FOR PRIVATE AS WELL AS PUBLIC CONTRACTS. 


For more details on other provisions and exceptions, call or write us for a free copy of Chapter 464 Laws 
of Minnesota 1980. 


Twin Cities Piping Industry Fund Piping Industry Development Council 


2829 University Ave. S.E. Suite 304 100 E. 14th Street 
Minneapolis, MN 55414 Minneapolis, MN 55403 
378-7600 870-4480 
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Plexiglas® 


Plexiglas® sheets are available iń many 
transparent, translucent and opaque colors 
in both smooth and Flair® Hammer finish 
surface patterns, as well as in clear colorless 
sheets. Virtually every Plexiglas® fabrication 
process is available to you from Allied 
Plastics 


DOW | DOW CORNING | | DOW CORNING | 


Dow Corning silicone sealants are especial 
ly designed to meet the varied needs of 
today's construction industry. Dow Corning 
produces exterior sealants for glazing and 
sealing insulating glass, concrete joints, cur 
tainwall joints, expansion joints, solar collec- 
tor panels and other construction-type assem: 
blies and components. Dow Corning also 
produces interior sealants for ceramic tile 
grouting, sealing bathroom/bath fixtures, 
wall joints, and window and door frames. 


Plastics 


6%) Micarta Laminates 


Micarta is a high pressure laminate for interi- 
or use on vertical and horizontal surfaces. 
Micarta is applied where a decorative wear, 
heat and stain resistant surface is required. 
Micarta is the natural choice for imaginative 
applications ranging from kitchens, bath- 
rooms, and bedrooms to yachts, churches, 
trains and racquetball courts. 
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TERRAZZO REFINISHING 
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GYM FLOORS 


CEMENT GRINDING 


Over 50 years experience 


K Bab ce 


А COMPANY 


620-16th Ave. So. 
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612-336-7735 


Distributing Quality and 
Service Since 1948 


We handle your plastic fabricating jobs quicker and better 


by providing: © 
° 
° 
e 
° 


Design Assistance 
Structural Specifications 
Prototypes 

Glazing Specifications 
Fixture Designs 


Allied Plastics 


7200 Boone Avenue North 
Minneapolis, Minnesota 55428 


612/533-2771 


In Minnesota dial 1-800-442-3150 


PHOTOGRAPHY 


М.Е 


MINNEAPOLIS, MN 


55434 
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Special Services Listing 


ACORN JANITORIAL SERVICES 
1459 University Avenue, Suite 100 
St. Paul, MN 55104 
(612) 644-9766 


Regular or one-time janitorial service to the construc- 
tion industry in the Metro area. 


ENGINEERING TESTING 


e Southern Minn. 507/281-2515 e Duluth/Superior 218/722-4341 
e Northern Minn. 218/263-8869 ө Central Minn. 612/253-9940 
е Mpls./St. Paul 612/941-5600 


Testing Borings, Foundation Engineering Reports, Construction Observation Services 
Materials Testing of 5015, Concrete, Bituminous and Building Components 


== 
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1500 GOODRICH AVENUE 
SAINT PAUL, MN 55105 


(612) 698-1574 


IAN A. MORTON 


CONSULTANT ARCHITECTURAL ACOUSTICS 


d 


david braslau associates Incorporated 
consultants in acoustics 


acoustics 
acoustics 


Wayne C. Larson 
STRUCTURAL ENGINEERS 


613 Fourth Street White Bear MN 55110 612/429-8363 


ames 
engineering 
and testing 


NE all Г 
сотрапу 


a subsidiary of >. LL muller associates inc 


engineers 
land surveyors 
planners 

landscape architects 


2730 ford street ames, iowa 50010 
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GEOTECHNICAL AND CONSTRUCTION MATERIALS 
ENGINEERING/TESTING 


Rochester, 
(507) 288-7060 


St. Paul, 
(612) 645-6446 
645-3601 
SERVICES AVAILABLE THROUGH 
Buhl Duluth 
(218) 258-3373 (218) 628-2295 


Mankato, 
(507) 625-8211 
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PANEL 15 


The attractive, 


prefinished, aluminum 


overlaid plywood panel, 


for exterior walls 
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application. 


Panel 15 is a low maintenance, structural panel, com- 
bining plywood and aluminum in a durable, attractive, 
external wall panel that carries a 15 year refinishing 
guarantee. 


е Available in single and double e Stock panel sizes up to 4'' x 12" 
face pebble grain finish. e 15 year guarantee 
e Six standard colors. 


Stocked and Distributed 
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Benoit Inc. 
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EQUAL HOUSING 
OPPORTUNITY 


PHOTO-FLEX-ABILITY 


Visual communication is integral to architecture and 
design but the options are so numerous, success сап 
be hit and miss. Why not utilize the flexibility of 
custom photofinishing by letting Pro Color fine focus 
the impact you intend. We can carefully blend our... 


— Fast Film Processing 

— 24 hr. Black & White Prints 
— 36 hr. Color Prints to 40x96" 
— 24 hr. Duplicate 35mm Slides 
— 48 hr. Display Transparencies 
— 3M Architectural Paintings 


— Retouching and Special Effects 


— Mounting and Framing 
— Free Pick-up and Delivery 


..into a personal package 
of "photo-flex-ability" for your future projects. 


P:OCe ex 


909 Hennepin Ave. So. 
Minneapolis 335-7721 


The Minneapolis Housing and Redevelopment Authority (MRHA) is seeking 
written proposals for professional architectural services in connection 
with the design and construction of twenty-five single family houses to 

be built on individual lots as multiples of a single prototype under the 
MHRA Scattered Site Public Housing Program MN46-P002-045. 


Requests for Proposals, containing the scope of services and the proposal 
evaluation criteria, are available from the MHRA Purchasing Office, 
790 Dupont Avenue North, Suite 437, Minneapolis, Minnesota after 4:30 P.M. 


local time, Monday, December 1, 1980. 


Specimen documents, including the Standard form of Agreements between 

Owner and Architect, Outline Specification Form and the Public Housing 
Development Handbook, may be reviewed in the MHRA Housing Production Office, 
1400 Park Avenue, Minneapolis during regular business hours. 


The deadline for submission of proposals is 4:30 P.M., local time, 


December 31, 1980. 
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WRITTEN PROPOSALS REQUESTED 


EQUAL EMPLOYMENT OPPORTUNITY 
EQUAL HOUSING OPPORTUNITY 


The First Security 
State Bank is newly 
remodeled with the 
LONG LASTING 
BEAUTY OF 


Quarry Tile flooring and Black Slate 
check desk and ledges. 
All furnished and installed by 


әбес Markle Company 


CERAMIC TILE QUARRY TILE MARBLE SLATE 
бОРСАТО BLVD, ST.PAUL,MN 55107 PHONE: 2224759 
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e There is no more ideal application for our 
products than roof tops. 


Take, for example, the Physical Education 
Facility of Metropolitan Community College 
shown in the accompanying pictures. 


A large roof area with extremely long spans 
created unique problems easily overcome by 
Prestressed Concrete, Inc. products. The 
designers were able to eliminate the need for 
internal support columns, and with just 33 
pieces, clear span the entire 20,000 square foot 
area roof top. 


Key Prestressed numbers were 14 single “Т” 
slabs, each 120 feet long, 48 inches deep, 8 feet 
wide and weighing 98,000 Ibs. 


The result was a clean, column-free interior with 
virtually minimal future maintenance 
requirements. Unusual strength, speed of 
erection and the other short and long term 
efficiencies of our products went with the job as 
they do with all Prestressed Concrete, Inc. jobs. 


Large roofs? Small roofs? Commercial and 
industrial applications? Think first of 
Prestressed Concrete, Inc. We have over twenty- 
five years experience and dozens of time-proven 
applications in this area to show you. 


CALL TODAY FOR FREE BROCHURE MATERIALS 
AND NO OBLIGATION INFORMATION. 


Design simplicity and great strength make Prestressed 
Concrete, Inc. the common sense answer to roof designs. 


PROJECT: 
Physical Education Facility 
Metropolitan Community College 
1501 Hennepin Avenue, Minneapolis, Minnesota 


ARCHITECT: 
Bentz/Thompson & Associates, Inc 
Minneapolis, Minnesota 


STRUCTURAL ENGINEER: 
Dunham Associates, Inc. 
Minneapolis, Minnesota 


GENERAL CONTRACTOR: 
Adolphson & Peterson, Inc 
Minneapolis, Minnesota 
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CONCRETE, INC. 


6755 Highway 10 N.W. e Anoka, Minnesota 55303 e (612) 421-8900 


IT LOOKS LIKE BRICK bels like brick. It is brick. 
And it's “laid” by at ter (ceramic, that is). Con- 
tributing to the quig eful beauty of the new St. 
Alban's Episcopal h іп Edina is new "2" thick, 
kiln-fired “mini-bri ore than 2,000 feet of it was 
specified for the ch walls and nave entries by 
architects McEg raft Birch & Kilgore Inc. Used 
i e brick on the sheet rock walls, 

tallation proved to be both feas- 


Library, American I itute of Architects 
1735 New York Avenue N.W. 
Washington, DC 2 6 
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modern as tomorrow 


MIC TILE INDUSTRY 


